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fea] O'Hare [@ 


Rosemont 
Cumberland 


Blue Line Trains 


To Fo rest Park (some trips end at UIC-Halsted - check train signs) Harlem 
Weekdays Saturdays Jefferson Park 
3:00am 3:15 3:30 3:45 3:00am 3:15 3:30 3:45 3:00am 3:15 3:30 3:45 
4:00am 4:15 4:30 4:40 4:00am 4:15 4:30 4:45 4:00am 4:15 4:30 4:45 Montrose 
4:50am 5:00am 5:00am 5:15 5:30 5:45 
6:00: . 
eee eee cade Irving Park 
5 to 10 10 an ; 
minutes until minutes until 10 Addison 
minutes until 
9:00am 7:00am Belmont 
11:00am 
every Logan Square 
7 to 10 
minutes until peer every California 
zoopin 7to8 7to8 
im minutes until minutes until Western 
4to8 Damen 
minutes until 
5:00pm 
7:00pm 11:00pm Division 
every 10 10 Chicago 
minutes until minutes until aa Grand 
11:00pm 
12:00% 12:00% 11:10 11:20 11:30 11:45 & 
to:t8am 12:30 12:45 ia1sem 12:30 12:45 oy 12:15 12:30 12:45 & Clark/Lake 
20m 230 2000230 200m 290 Washington 
Es) Blue Line service operates 24 hours a day. Monroe 
Jackson 
LaSalle 
Clinton 
UIC-Halsted 
Racine 
Illinois Medical 
District 
Western 
Kedzie-Homan 
Pulaski 
Cicero 
Austin 
Oak Park 
Harlem 
Forest Park 
‘ . 7. P . . 
Travel Information: Customer Information: {@ Train Tracker Real-Time Arrivals: 
= 
Phone: Phone: For next train arrival times on your 
312-836-7000 1-888-YOUR-CTA (1-888-968-7282) computer or smartphone, visit 
transitchicago.com/traintracker. 


For next train arrival times on 
your mobile phone, text 


TTY: TTY: 
312-836-4949 1-888-CTA-TTY1 (1-888-282-8891) 
= CTATRAIN ORD to 41411. 
YB Website: 4B Website: _ Message and data rates may apply. 
transitchicago.com transitchicago.com Check with your mobile carrier first. eff. 10/22 


